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Definition Translation 
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white finger 
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an industrial injury caused by 
continuous use of vibrating hand-held 
machinery 


unable to feel sensation a 
an act of falling as a result of hitting 
something with your foot 

a saying sympathising about another 
person who is in pain 

to stop holding or carrying something 
so that it falls 

light shoes that are fastened onto 
your feet 
) if a bone or other hard substance 

fractures it breaks or cracks 
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) the sense which you use to hear 
sounds 
if you are aware that a situation exists, 


aware (adj 
you realise or know that it exists 

sling (n a set of ropes or strong pieces of cloth 
that are used to lift and carry heavy 
objects 


overflowing (adj) 
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to break with a sudden sharp noise 


used to describe something that 
cannot be contained in a place 
because it is already full 
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